St.  John's  Church, 
Creighton  University, 
OiVIAHA,  NEBRASKA. 

St.  Johns  Church  on  the  Creighton  University  Campus. 
Built  in  1887  in  part  with  a  gift  from  John  Creighton,  the 
gothic-style  church  today  serves  both  Creighton  students 
and  people  from  throughout  Omaha.  The  main  steeple,  simi- 
lar to  the  architect's  original  design,  and  a  carillon  were 
added  in  July  of  1977. 
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